VOLTAGE CONTROLLED 
AMPLIFIER ALIGNMENT 
PROCEDURE AND ADJUSTMENT 
LOCATION DIAGRAM 


Adjusts + output balance for exponential dc 
voltages with FIXED CONTROL VOLTAGE 
CONTROL fully counterclockwise, 


Adjusts zero output offset with FIXED 
CONTROL VOLTAGE control fully counter- 
clockwise. 


Adjusts zero output offset with FIXED 


CONTROL VOLTAGE control fully clockwise. 


Adjusts amplitude level balance between linear 
and exponential mode with FIXED CONTROL 
VOLTAGE control full clockwise. 
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MOOG MUSIC INC. 902 VOLTAGE CONTROLLED AMPLIFIER 


